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This Technical Specification (TS) has been produced by the ETSI 3"^ Generation Partnership Project (3GPP). 

The present document may refer to technical specifications or reports using their 3GPP identities, UMTS identities or 
GSM identities. These should be interpreted as being references to the corresponding ETSI deliverables. 
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Foreword 



rd , 



This Technical Specification has been produced by the 3 Generation Partnership Project (3GPP). 

The contents of the present document are subject to continuing work within the TSG and may change following formal 
TSG approval. Should the TSG modify the contents of the present document, it will be re-released by the TSG with an 
identifying change of release date and an increase in version number as follows: 

Version x.y.z 

where: 

X the first digit: 

1 presented to TSG for information; 

2 presented to TSG for approval; 

3 or greater indicates TSG approved document under change control. 

y the second digit is incremented for all changes of substance, i.e. technical enhancements, corrections, 
updates, etc. 

z the third digit is incremented when editorial only changes have been incorporated in the document. 

This 3GPP TS provides the Protocol Implementation Conformance Statement (PICS) proforma for Mobile Stations 

(MSs), operating in the 400 MHz, 700 MHz, 850 MHz, 900 MHz, 1 800 MHz and 1 900 MHz frequency band 

(GSM 400, GSM 700, GSM 850, GSM 900, DCS 1 800 and PCS 1 900) within the digital cellular telecommunications 

system. 

The present document is part 2 of a multi-part deliverable covering the Digital cellular telecommunications system 
(GSM Phase2 and Phase 1+ Releases 1996, 1997, 1998, 1999, 3GPP Release 4, 3GPP Release 5, and 3GPP Release 6); 
Mobile Station (MS) conformance specification, as identified below: 

Part 1: Conformance specification 

Reference: 3GPP TS 51.010-1. 

Part 2: Protocol Implementation Conformance Statement (PICS) proforma specification. 
Reference: 3GPP TS 51.010-2. 

Part 3: Layer 3 (L3) Abstract Test Suite (ATS). 
Reference: 3GPP TS 51.010-3. 

Part 4: SIM Application Toolkit conformance specification 
Reference: 3GPP TS 11.10-4. 

Part 5: Inter-RAT (GERAN to UTRAN) Abstract Test Suite (ATS) 
Reference: 3GPP TS 51.010-5. 



Introduction 

To evaluate conformance of a particular implementation, it is necessary to have a statement of which capabilities and 
options have been implemented for a telecommunication specification. Such a statement is called an Implementation 
Conformance Statement (ICS). 
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Scope 



The present document provides the Protocol Implementation Conformance Statement (PICS) proforma for Global 
System for Mobile Stations (MSs), operating in the 450 MHz, 480 MHz, 700 MHz, 750 MHz, 850 MHz, 900 MHz, 
1 800 MHz and 1 900 MHz frequency band (GSM 400, GSM 700, GSM 750, GSM 850, GSM 900, DCS 1 800 and 
PCS 1 900) within the European digital cellular telecommunications system, in compliance with the relevant 
requirements, and in accordance with the relevant guidance given in ISO/IEC 9646-7 [3] and ETS 300 406 [1]. 

The present document is valid for MS implemented according to GSM Phase2 or Phase2+ R96, or R97, or R98, or R99 
or 3GPP Release 4 or 3GPP Release 5 or 3GPP Release 6. 



References 



The following documents contain provisions which, through reference in this text, constitute provisions of the present 
document. 

• References are either specific (identified by date of publication, edition number, version number, etc.) or 
non-specific. 

• For a specific reference, subsequent revisions do not apply. 

• For a non-specific reference, the latest version applies. In the case of a reference to a 3GPP document (including 
a GSM document), a non-specific reference implicitly refers to the latest version of that document in the relevant 
Release. 

For a GSM Phase 2+ Release 7 MS, references to GSM documents are to version 7.x.y, when available. 

[1] ETS 300 406 (January 1995): "Methods for Testing and Specification (MTS); Protocol and profile 

conformance testing specifications; Standardization methodology". 

[2] (void) 

[3] ISO/IEC 9646-7 (1995): "Information technology - Open Systems Interconnection - Conformance 

testing methodology and framework - Part 7: Implementation Conformance Statements". 

[4] to [96] (void) 

[97] 3GPP TS 51.010-2 version 7 (Release 7): "Protocol Implementation Conformance Statement 

(PICS) proforma specification." 



Definitions and abbreviations 



Void 



4 Conformance to this PICS proforma specification 

The requirements of the present document are provided in 3GPP TS 51.010-2 version 7 (Release 7) [97]. 
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Annex A (normative): 
(void) 
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Annex B (normative): 
(void) 
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Annex C (informative): 
(void) 
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Applicability Table for GMM Test Cases 


F 


5.0.0 


5.1.0 


GP-023142 


GPRS 


GP-12 


GP-023393 


094 


2 


Applicability Table for E-OTD MOLR test cases 


F 


5.0.0 


5.1.0 


GP-023393 


LCS 


GP-12 


GP-023334 


095 


1 


CR 51.010-2-095 r1 Error in Conditional Expression 
C53 in Table B.I 


F 


5.0.0 


5.1.0 


GP-023334 


GPRS 


GP-12 


GP-023392 


096 


2 


Modifications to allow introduction of the 11.10-4 
R99 Test Spec 


F 


5.0.0 


5.1.0 


GP-023392 


TEI 


GP-12 


GP-023338 


097 




CR 51 .01 0-2-097 Addition of 4 new EGPRS test 
cases. 


F 


5.0.0 


5.1.0 


GP-023338 


EDGE 


GP-13 


GP-030368 


099 


2 


Applicability of "Speech teleservices" test cases in 
Annex B 


F 


5.1.0 


5.2.0 


GP-030368 


TEI 


GP-13 


GP-030394 


100 


2 


CR 51 .01 0-2-1 00 r2 Update of applicability table 


B 


5.1.0 


5.2.0 




EDGE 


GP-13 


GP-030167 


101 




Update to Applicability Table Indicating Tests for 
MS-Asslsted E-OTD 


F 


5.1.0 


5.2.0 


GP-030167 


LCS 


GP-13 


GP-030363 


102 


1 


Update to Applicability Table for Assisted GPS MO- 
LR Tests 


F 


5.1.0 


5.2.0 


GP-030363 


LCS 


GP-13 


GP-030359 


103 


1 


suppression of table A.26.2 Terminal Profile 


F 


5.1.0 


5.2.0 


GP-030359 


SAT 


GP-13 


GP-030348 


104 




CR 51 .01 0-2-1 04 Updating PICS for AMR test cases 


B 


5.1.0 


5.2.0 




AMR- 
NB 


GP-13 


GP-030389 


105 




CR 51.010-2-105 Updating PICS for EMR cases 


B 


5.1.0 


5.2.0 




TEI 


GP-13 


GP-030395 


106 


1 


CR 51 .01 0-2 1 06 r1 Addition of test case on NC2 
and Re-allocation in uplink 


B 


5.1.0 


5.2.0 




GPRS 
(S42) 


GP-14 


GP-030499 


107 




Clarification to speech codec definitions 


F 


5.2.0 


5.3.0 


GP-030499 


TEI 


GP-14 


GP-030500 


108 


- 


Correction of Applicability column for clause 14.2.4. 


F 


5.2.0 


5.3.0 


GP-030500 


TEI 


GP-14 


GP-030966 


109 


1 


Addition of some DTM test cases to the applicability 
table. 


F 


5.2.0 


5.3.0 


GP-030966 


DTM 


GP-14 


GP-030639 


110 




Deletion of test cases 42.4.2.1 .5 and 52.4.2.1 .5 from 
Table B.I. 


F 


5.2.0 


5.3.0 


GP-030639 


GPRS 


GP-14 


GP-031044 


111 


2 


Modification of applicability table in 51 .01 0-2 due to 
introduction of new test cases In 51 .01 0-1 


F 


5.2.0 


5.3.0 


GP-031044 


GPRS 


GP-14 


GP-031017 


113 


2 


Addition of test case in TS 51 .010 S42: Packet 
Uplink Assignment containing a new Coding 
Scheme command. 


F 


5.2.0 


5.3.0 


GP-031017 


GPRS 


GP-14 


GP-030841 


114 


- 


Updating PICS for RxQual test cases 


F 


5.2.0 


5.3.0 


GP-030841 


AMR 


GP-14 


GP-030999 


115 


1 


Modification of applicability table in 51 .01 0-2 due to 
introduction of new test cases in 51 .01 0-1 


F 


5.2.0 


5.3.0 


GP-030999 


GSM 


GP-14 


GP-030994 


116 


1 


Addition of test cases for Network Assisted Cell 
Change 


B 


5.2.0 


5.3.0 


GP-030994 


NACC 


GP-14 


GP-031013 


117 




CR 51 .01 0-2 Incorrect applicabilty for 6 test cases of 
secion 42.3.1.1.* 


F 


5.2.0 


5.3.0 


GP-031013 


GPRS 


GP-14 


GP-031050 


118 


2 


Update PICS for GPRS EMR Test case 


F 


5.2.0 


5.3.0 


GP-031050 


GPRS 


GP-15 


GP-031086 


119 




CR 51 .01 0-2-1 1 9 Table B.I : Conditions for TCs 
14.2.18, 14.4.16, 26.6.5.2-2, 26.6.5.2-5, 26.6.5.2-6, 
26.6.5.2-1 corrected; Missing TC 31 .3.1 .2.2.1 
added 


F 


5.3.0 


5.4.0 


GP-031086 


TEI 


GP-15 


GP-031287 


122 




CR 51 .01 0-2-1 22 B1 Add new TC - 44.2.3.1.1a - 
Routing area updating / accepted / old P-TMSI 


F 


5.3.0 


5.4.0 


GP-031287 


GPRS 


GP-15 


GP-031314 


123 




CR 51 .01 0-2-1 23 Modification of applicability table in 
51 .010-2 due to introduction of new test cases in 
51.010-1 and change of some testcases titles 


F 


5.3.0 


5.4.0 


GP-031314 


GPRS 


GP-15 


GP-031460 


124 




CR 51 .01 0-2-1 24 Update of Applicability Table for 
PEMR Test Cases (Rel-5) 


F 


5.3.0 


5.4.0 


GP-031460 


GPRS 


GP-15 


GP-031714 


125 


1 


CR 51 .01 0-2-1 25 revi Update of Applicability Table 
for SMS over GPRS (Rel-5) 


F 


5.3.0 


5.4.0 


GP-031714 


GPRS 


GP-15 


GP-031493 


126 




CR 51.010-2-126 Deletion of clauses 42.4.2.1.2 and 
42.4.2.3.2 from Table B.I. 


F 


5.3.0 


5.4.0 


GP-031493 


GPRS 


GP-15 


GP-031506 


127 




CR 51 .01 0-2-1 27 Deletion of clause 52.4 from Table 
B.I 


F 


5.3.0 


5.4.0 


GP-031506 


EDGE 


GP-15 


GP-031615 


128 




CR 51 .01 0-2-1 1 28 Deletion of test case 52.1 .1 .1 
from Table B.I 


F 


5.3.0 


5.4.0 


GP-031615 


EDGE 


GP-15 


GP-031629 


129 




CR 51 .010-2 129 Update PICS for 22.12 


F 


5.3.0 


5.4.0 


GP-031629 


GPRS 


GP-15 


GP-031631 


130 




CR 51 .01 0-2 "Multiple PCCCH test cases 
42.1.2.1.14,42.1.2.1.15,42.1.2.1.16,42.1.2.1.17 
and 42.1.2.1.18" 


F 


5.3.0 


5.4.0 


GP-031631 


GPRS 


GP-15 


GP-031638 


131 


2 


CR 51 .01 0-2-1 31 rev2 Update PICS for 20.22.29 


F 


5.3.0 


5.4.0 


GP-031638 


Cell 
selecti 
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CR 
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on 


GP-16 


GP-031952 


121 


1 


OR 51 .01 0-2-1 21 rev 1 Removal of the close-ended 
TBF feature in annex B, table B1 


C 


5.4.0 


5.5.0 




TEI 


GP-16 


GP-03215e 


135 


1 


OR 51.010-2-135 revi Modification in the 
applicability of the following testcases: 42.3.1 .1 .8, 
42.7.4, 52.3.1 .1 .8. Changing the name of the 
testcase 20.22.5. 


F 


5.4.0 


5.5.0 




GPRS 


GP-16 


GP-031875 


136 




CR 51 .01 0-2-1 36 Editorial changes to Packet 
Enhanced Measurement Reporting 


F 


5.4.0 


5.5.0 




GPRS 


GP-16 


GP-031961 


137 




CR 51 .01 0-2-1 37 Applicability for 2G to 3G Cell 
Change Order Test Cases 


F 


5.4.0 


5.5.0 




GPRS 


GP-16 


GP-031974 


138 




CR 51 .01 0-2-1 38 Update corresponding to changes 
to the DTM feature 


F 


5.4.0 


5.5.0 




DTM 


GP-16 


GP-032157 


140 




CR 51 .01 0-2-140 Section 42: "New test cases: NC2 
in Packet transfer mode 


F 


5.4.0 


5.5.0 




GPRS 


GP-16 


GP-032178 


141 


1 


CR 51 .01 0-2-1 41 revi Section 70: "New test case: 
Conventional GPS 


F 


5.4.0 


5.5.0 




LCS 


GP-16 


GP-032160 


143 




CR 51.010-2-143 26.16.10 splitted in two test cases 


F 


5.4.0 


5.5.0 




AMR 


GP-17 


GP-032307 


144 


- 


Adding TTY test cases 


B 


5.5.0 


5.6.0 


GP-032307 


TTY 


GP-17 


GP-032334 


145 


- 


Addition of new NC2 cases 


F 


5.5.0 


5.6.0 


GP-032334 


GPRS 


GP-17 


GP-03277e 


146 


1 


Modification to Applicability Table due to introduction 
of new testcases in 3GPP TS 51 .01 0-1 


F 


5.5.0 


5.6.0 


GP-032776 


GPRS 


GP-17 


GP-032425 


147 




CR 51 .01 0-2 Test cases from section 53 missing 


F 


5.5.0 


5.6.0 


GP-032425 


GPRS 


GP-17 


GP-032457 


148 


- 


Update PICS for MOLR MS-Based AGPS Test 
cases 


F 


5.5.0 


5.6.0 


GP-032457 


LCS 


GP-17 


GP-032495 


149 


- 


Spilt of Multislot Classes for HSCSD, GPRS and 
EGPRS. 


F 


5.5.0 


5.6.0 


GP-032495 


EGPR 
S 


GP-17 


GP-032566 


150 




CR 51 .01 0-2 Correction of test numbers in section 
21.3 


F 


5.5.0 


5.6.0 


GP-032566 


GPRS 


GP-17 


GP-032e43 


151 


- 


New test cases: NACC 


B 


5.5.0 


5.6.0 


GP-032643 


GPRS 


GP-17 


GP-032784 


153 


1 


Modification of applicability table in 51 .01 0-2 due to 
introduction of new test cases in 51 .01 0-1 


F 


5.5.0 


5.6.0 


GP-032784 


GSM 


GP-17 


GP-032779 


154 




Removal of test case 26.8.1 .3.3.3 Incoming call / U9 
mobile terminating call confirmed / termination 
requested by the user 


F 


5.5.0 


5.6.0 


GP-032779 


TEI 


GP-18 


GP-040008 


155 


- 


New NC2 testcases 


F 


5.6.0 


5.7.0 


GP-040008 


GPRS 


GP-18 


GP-040072 


156 




51 .010-2 New NC2 testcases added in section 
42.4.8.4 


F 


5.6.0 


5.7.0 


GP-040072 


GPRS 


GP-18 


GP-040509 


157 


1 


Addition of test cases for Intersystem Change 


B 


5.6.0 


5.7.0 


GP-040509 


Intersy 
stem 
Chang 
e 


GP-18 


GP-040504 


158 


1 


Removal of AMR C/l tests from section 26.16 


F 


5.6.0 


5.7.0 


GP-040504 


AMR 


GP-18 


GP-040496 


159 


1 


New section 20 NC2 test cases 


F 


5.6.0 


5.7.0 


GP-040496 


GPRS 
NC2 


GP-18 


GP-040148 


160 


- 


Correction of applicability for clauses 20.22.30.x. 


F 


5.6.0 


5.7.0 


GP-040148 


GPRS 


GP-18 


GP-040155 


161 


- 


Change of applicability of 7 SM test cases in clauses 
45.x. 


F 


5.6.0 


5.7.0 


GP-040155 


GPRS 


GP-18 


GP-040176 


162 




CR 51 .01 0-2 Removal of test cases 20.22.21 and 
44.2.8.2 


F 


5.6.0 


5.7.0 


GP-040176 


GPRS 


GP-18 


GP-040202 


163 




PICS/PIXIT missing for Extended Uplink TBF 


B 


5.6.0 


5.7.0 


GP-040202 


Exten 
ded 
Uplink 
TBF 


GP-18 


GP-040548 


164 


3 


New test case: IJevel reporting 

New test case: Coding Scheme adaptation while the 

MS is in extended Uplink mode 

New test case: Modulation and Coding Scheme 

adaptation while the MS is in extended Upli 


F 


5.6.0 


5.7.0 


GP-040548 


GPRS 


GP-18 


GP-040513 


165 


1 


CR 51 .01 0-2 Section 45 applicability restrictions for 
three test cases 


F 


5.6.0 


5.7.0 


GP-040513 


GPRS 


GP-19 


GP-041174 


166 


2 


New PICS/PIXIT, conditions and Test cases for 
NITZ/GPRS. 


F 


5.7.0 


5.8.0 


GP-041174 


GPRS 


GP-19 


GP-041173 


167 


1 


Changes in applicability table for AMR RF testcases 


F 


5.7.0 


5.8.0 


GP-041173 


GSM 


GP-19 


GP-041116 


168 


1 


Removal of 42.3.1 .1 .2 and 52.3.1 .1 .2 


F 


5.7.0 


5.8.0 


GP-041116 


TEI 


GP-19 


GP-041170 


170 


1 


Split Inter-System Handover high data rate test 
cases in keeping with 34.1 23-1 CR727 (Tl -040406) 


F 


5.7.0 


5.8.0 


GP-041170 


Inter 

Syste 

m 

Hando 

ver 


GP-19 


GP-040688 


171 




Modification of Applicability Table for testcase 
53.1.2.19 


F 


5.7.0 


5.8.0 


GP-040688 


GPRS 
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GP-19 


GP-040694 


172 




New test case for Intersystem Change and Integrity 
Protection 


B 


5.7.0 


5.8.0 


GP-040694 


Intersy 
stem 
Chang 
e 


GP-19 


GP-040734 


173 


- 


Correction of applicability table for TCs 20.22.8, 
20.22.9, 42.1.2.1.8.2.2,42.1.2.1.9.3 


F 


5.7.0 


5.8.0 


GP-040734 


GPRS 


GP-19 


GP-040735 


174 




PICS parameters for concatenated SMS required 


B 


5.7.0 


5.8.0 


GP-040735 


GPRS 


GP-19 


GP-040865 


175 


- 


Addition of supported power classes for GSM 850 
terminal equipment 


F 


5.7.0 


5.8.0 


GP-040865 


TEI 


GP-19 


GP-040997 


176 


- 


Update of applicability of test case 46.2.2.4.2 


F 


5.7.0 


5.8.0 


GP-040997 


GPRS 


GP-19 


GP-041032 


177 




Changing the name of the testcase 42.7.2 in the 
applicability table. 


F 


5.7.0 


5.8.0 


GP-041032 


GPRS 


GP-19 


GP-041189 


179 




Deletion of TC 31 .1 .4.2 from 51 .01 0-2 


F 


5.7.0 


5.8.0 


GP-041189 


GSM 










Addition of missing v5.8.0 history 




5.8.0 


5.8.1 






GP-20 


GP-041638 


180 


1 


Correction of various Multislot Selection Expressions 
in Annex B, Table B.I 


F 


5.8.1 


5.9.0 




GPRS 
EDGE 


GP-20 


GP-041237 


181 




Part 2 : Addition of New NITZ TC 44.2.9.1.3 


F 


5.8.0 


5.9.0 




GPRS 


GP-20 


GP-041308 


183 


- 


51.010-2: Addition of new Extended UL TBF 


B 


5.8.0 


5.9.0 




GPRS 


GP-20 


GP-041338 


184 




CR 051 .01 0-2-1 84 Modification to Applicability Table 
due to addition of new Extended Uplink testcases in 
51.010-1 


F 


5.8.0 


5.9.0 




GPRS 


GP-20 


GP-041416 


185 




Removal of reference to 26.16.9.12 


F 


5.8.0 


5.9.0 




GSM 


GP-20 


GP-041649 


189 




Addition of two new test cases: "Network Control 
PEMR / Packet Cell Change Order " and "Network 
Control PEMR / Packet Enhanced Measurement 
Report / Measurement reporting with PBCCH / 
Invalid BSIC" 


B 


5.8.0 


5.9.0 




PEMR 


GP-21 


GP-041750 


190 




Addition of supported power classes for 8-PSK 
terminal equipment. 


F 


5.9.0 


5.10.0 


GP-041750 


EGPR 
S 


GP-21 


GP-041998 


191 


- 


CR 51 .01 0-2 PICS parameters for band interworking 


B 


5.9.0 


5.10.0 


GP-041998 


GPRS 


GP-21 


GP-041774 


192 




51.010-2: Addition of new Inter-RAT Cell Change 
Order / Failure cases 


B 


5.9.0 


5.10.0 


GP-041774 


GPRS 


GP-21 


GP-041901 


193 




CR 51 .01 0-2 Addition of 4 new extended uplink TBF 
test cases to Table B.I : "Applicability of tests". 


F 


5.9.0 


5.10.0 


GP-041901 


GPRS 

/EGP 

RS 


GP-21 


GP-041902 


194 




CR 51 .01 0-2 Section 41 .5.1 .1 .2.3.5 Uplink TBF 
establishment with reallocation of CS resources / 
Abnormal case / Multislot class violation / Incorrect 
Allocation - applicable DTM Multislot class extend 


B 


5.9.0 


5.10.0 


GP-041902 


DTM 


GP-21 


GP-041903 


195 


- 


CR 51 .010-2 Correction to applicability table for TC 
53.1.2.19. 


F 


5.9.0 


5.10.0 


GP-041903 


GPRS 


GP-21 


GP-042157 


196 


- 


51.010-2: Removal of 20.22.28 


B 


5.9.0 


5.10.0 


GP-042157 


GPRS 


GP-22 


GP-042300 


197 




Correction to Table B.I : Applicability of tests 


F 


5.10.0 


5.11.0 




Phase 
2 


GP-22 


GP-042794 


199 


1 


Deletion of TC 20.22.25, TC 20.22.24 


F 


5.10.0 


5.11.0 




GPRS 


GP-22 


GP-042713 


200 


1 


Addition of PICS/PIXIT item for 14 and 21 series 
tests 


F 


5.10.0 


5.11.0 




AMR 


GP-22 


GP-042815 


201 


1 


A. 4. 8 - Addition of new PICS parameter 


F 


5.10.0 


5.11.0 




GPRS 


GP-22 


GP-042419 


202 




Change of title on TC 26.16.9.9 


F 


5.10.0 


5.11.0 




AMR 


GP-22 


GP-042423 


203 


- 


Title of TC 41 .5. 1 .2.2 changed 


F 


5.10.0 


5.11.0 




DTM 


GP-22 


GP-042443 


206 


- 


Applicability of the individual test -41.5.1.1 .2.3.5 - 
Correction of Condition C308 


F 


5.10.0 


5.11.0 




GPRS 


GP-22 


GP-042793 


207 


1 


Addition of test cases for DTM/EGPRS 


C 


5.10.0 


5.11.0 




DTM 


GP-22 


GP-042816 


208 


2 


Addition of a new test case for USFs decoding by a 
MS in GPRS TBF mode when the USFs are 
assigned with EGPRS RLC/MAC blocks coded with 
MCS-1 to MCS-4. 


B 


5.10.0 


5.11.0 




GPRS 


GP-22 


GP-042915 


209 


1 


Creation of 51.010-2 REL-6: Merging of 
REL-5, REL-4, R99 etc. test specifications ( 

Foreword, clause 1 and clause 2) 


F 


5.10.0 


6.0.0 


GP-042915 


TEI 


GP-23 


GP-050043 


210 




Correction to Tables A.I , B.I - DTM/GPRS Multislot 
Class 1 1 , Condition C308 and Applicability of 
Testcase 57.2.1 


F 


6.0.0 


6.1.0 


GP-050043 


DTM 


GP-23 


GP-050093 


211 




Corrections in the testcase applicability table. 


F 


6.0.0 


6.1.0 


GP-050093 


GPRS 


GP-23 


GP-050181 


213 


- 


Annex B - Removal of testcase 34.4.5 


F 


6.0.0 


6.1.0 


GP-050181 


GPRS 


GP-23 


GP-050551 


218 


1 


Section A. 4. 8 addition of PICSs to specify support of 
header compression algorithm types 


F 


6.0.0 


6.1.0 


GP-050551 


GPRS 


GP-23 


GP-050187 


219 




Annex B - Modification of C327 


F 


6.0.0 


6.1.0 


GP-050187 


AMR 


GP-23 


GP-050227 


221 




Correction to applicability condition C235 


F 


6.0.0 


6.1.0 


GP-050227 


GPRS 
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GP-23 


GP-050234 


??? 




DARP Speech bearer tests / TCH/AFS / DTS-1 (new 
test) 


F 


6.0.0 


6.1.0 


GP-050234 


DARP 


GP-23 


GP-050237 


223 


- 


Addition of PIGS for GPRS 


F 


6.0.0 


6.1.0 


GP-050237 


GPRS 


GP-23 


GP-050239 


224 


- 


Cell Reselection based on 032 - Cell Reselction on 
GOGH - PBGGH not present 


F 


6.0.0 


6.1.0 


GP-050239 


GPRS 


GP-23 


GP-050507 


225 


2 


Applicability of RX Qual Test Gases 21 .3.1 , 21 .3.2, 
21.4.1 


F 


6.0.0 


6.1.0 


GP-050507 


RX 

Qual 
Test 
Cases 


GP-23 


GP-050025 


226 


- 


Removal of the TO 42.4.4.4 - Part 2 


F 


6.0.0 


6.1.0 


GP-050025 


GPRS 


GP-23 


GP-050500 


227 


1 


Correction to part 2 to include missing TCs in table 
B.I 


F 


6.0.0 


6.1.0 


GP-050500 


TEI6 


GP-23 


GP-050478 


228 




Differentiation of Single/Muiti slot DTM test cases. 


C 


6.0.0 


6.1.0 


GP-050478 


DTM 


GP-24 


GP-050614 


229 


- 


Annex B, Table B.I : Applicability for 46.1 .2.7.2 
corrected 


F 


6.1.0 


6.2.0 


GP-050614 


GPRS 


GP-24 


GP-051069 


230 


1 


14.1 1 .1 .1 DARP Speech bearer tests / TCH/FS / 
DTS-1 (new test) 


F 


6.1.0 


6.2.0 


GP-051069 


DARP 


GP-24 


GP-051070 


231 


1 


21 .3.6 Signal Quality under static conditions - 
TCH/AHS DTX On (new test) 


F 


6.1.0 


6.2.0 


GP-051070 


DARP 


GP-24 


GP-050637 


232 


- 


Addition of PICS value for test case 46.1 .2.2.2.4 


F 


6.1.0 


6.2.0 


GP-050637 


GPRS 


GP-24 


GP-050638 


233 


- 


Test case 47.3.1.1 missing 


F 


6.1.0 


6.2.0 


GP-050638 


DTM 


GP-24 


GP-051076 


234 


2 


Addition of new GPRS DARP test cases 


B 


6.1.0 


6.2.0 


GP-051076 


DARP 


GP-24 


GP-050653 


235 




20.22.14 - Cell Reselection in case Cell reselection 
occurred in the previous 15 s 


F 


6.1.0 


6.2.0 


GP-050653 


GPRS 


GP-24 


GP-050654 


236 


- 


42.4.4.5 -New TO for Rel-6 


F 


6.1.0 


6.2.0 


GP-050654 


GPRS 


GP-24 


GP-050657 


238 


- 


Reinsert applicability for TO 47.3.1 .1 in table B.I 


F 


6.1.0 


6.2.0 


GP-050657 


DTM 


GP-24 


GP-051105 


239 


3 


Additions in table A1 A2 and B1 for Extended 
dynamic allocation 


F 


6.1.0 


6.2.0 


GP-051105 


GPRS 


GP-24 


GP-050668 


240 


- 


51.010-2- Miscellaneous inconsistencies wrt 
51.010-1 


F 


6.1.0 


6.2.0 


GP-050668 


TEI 


GP-24 


GP-051082 


241 




51 .010-2 Corrections to the Test case Applicability 
Table. 


F 


6.1.0 


6.2.0 


GP-051082 


GPRS 


GP-24 


GP-050688 


242 




A4.8, Annex B DARP release applicability 


F 


6.1.0 


6.2.0 


GP-050688 


DARP 


GP-24 


GP-051084 


243 


2 


Annex B new DARP tests TCH/AFS and TCH/AHS 


F 


6.1.0 


6.2.0 


GP-051084 


DARP 


GP-24 


GP-051072 


244 




Annex B 14.4.16 change applicability due to new 
DARP tests 


F 


6.1.0 


6.2.0 


GP-051072 


DARP 


GP-24 


GP-050711 


245 




CR 51 .01 0-2 Correction in Table A.26.4 Display Text 


F 


6.1.0 


6.2.0 


GP-050711 


GSM 


GP-24 


GP-050712 


246 




CR 51 .01 0-2 Annex B Applicability of the individual 
test 


F 


6.1.0 


6.2.0 


GP-050712 


GSM 


GP-24 


GP-051078 


247 




CR 051 .01 0-2 Applicability table Annex B changed 
for 41 .5. 1.1. 2.3.4 and 42. 6.1. 


F 


6.1.0 


6.2.0 


GP-051078 


GPRS 


GP-24 


GP-050800 


248 




CR 51 .01 0-2-248 Section 41 .5.1 .1 .2.3.4 - Uplink 
TBF establishment with reallocation of CS resources 
/ Abnormal case / Multislot class violation / Singleslot 
allocation - Applicability changed 


F 


6.1.0 


6.2.0 


GP-050800 




GP-24 


GP-050833 


249 


- 


CR 51 .01 0-2 Removal of A-GPS NI-LR test cases 
on SDCCH 


F 


6.1.0 


6.2.0 


GP-050833 


TEI 


GP-24 


GP-050835 


250 




CR 51 .01 0-2 New A-GPS NI-LR emergency call test 
cases without SIM inserted. 


F 


6.1.0 


6.2.0 


GP-050835 


TEI 


GP-24 


GP-050910 


251 




CR 51 .01 0-2 Table B. 1 : Applicability of tests The 
Mnemonic A. 25/26 

(TSPC_Addinfo_CCprotocol_oneBC) is wrongly 
named in twelve clauses of Table B.I 


F 


6.1.0 


6.2.0 


GP-050910 


GPRS 


GP-24 


GP-051079 


252 


1 


51 01 0-2: Changes in the condition of the testcase 
47.1.4 


F 


6.1.0 


6.2.0 


GP-051079 


GPRS 


GP-24 


GP-051096 


253 


1 


Table B.I : Correction of applicability for a mobile 
terminal supporting card application 


F 


6.1.0 


6.2.0 


GP-051096 


GERA 
N 


GP-24 


GP-051074 


254 


1 


CR 51 .01 0-2-254 rev 1 Annex B 1 4. 1 1 .4 Change to 
"Applicability of individual test" due to a new DARP 
test case 


F 


6.1.0 


6.2.0 


GP-051074 


DARP 


GP-24 


GP-051075 


255 




CR 51 .01 0-2-255 Annex B 1 4. 1 1 .4 Change to 
Application 


F 


6.1.0 


6.2.0 


GP-051075 


DARP 


GP-25 


GP-051193 


258 


- 


Editorial correction to Annex B, underline in table 


D 


6.2.0 


6.3.0 


GP-051193 


TEI 


GP-25 


GP-051196 


259 




Splitting of Test Case 27.10 in Applicability Table 
B.I 


F 


6.2.0 


6.3.0 


GP-051196 


Phase 
2 


GP-25 


GP-051209 


263 




CR 51 .01 0-2 Section A.4.9.1 SIM Application Toolkit 
Mechanism Applicability Tables Conflict 


F 


6.2.0 


6.3.0 


GP-051209 


GPRS 


GP-25 


GP-051735 


264 


1 


Additions in table B1 for Extended dynamic 
allocation 


F 


6.2.0 


6.3.0 


GP-051735 


GPRS 


GP-25 


GP-051215 


265 




Corrections in Table B.I 


F 


6.2.0 


6.3.0 


GP-051215 


GSM 


GP-25 


GP-051222 


266 




Applicability for 26.1 7.2 - Adaptive Multi Rate 


F 


6.2.0 


6.3.0 


GP-051222 


8PSK- 
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Signalling - 8PSK/ Inband Signalling, Uplink Codec 
Adaptation (New TC) 










AH 


GP-25 


GP-051237 


267 


- 


Applicability for 14.2.21 DARP Reference sensitivity 
- 0-TGH/AHS (new) 


F 


6.2.0 


6.3.0 


GP-051237 


8PSK- 
AH 


GP-25 


GP-051742 


268 


4 


New PICS/PIXIT for Clause 83: PS Domain 
Procedures 


B 


6.2.1 


6.3.0 


GP-051742 


GAN 


GP-25 


GP-051261 


269 




Annex B, Table B.I : Conditions C337/C338 
corrected for test cases 41 .3.6.9, 41 .3.6.10, 51 .3.6.9 
and 51 .3.6.10 


F 


6.2.0 


6.3.0 


GP-051261 


GPRS 


GP-25 


GP-051737 


271 


1 


Add applicability for new tests 14.10.3 and 14.10.4 


F 


6.2.0 


6.3.0 


GP-051737 


DARP 


GP-25 


GP-051731 


272 


1 


CR 51 .01 0-2: New 8-PSK AMR HR Signalling Test 
Cases 


F 


6.2.0 


6.3.0 


GP-051731 


GSM 


GP-25 


GP-051736 


273 


1 


Update of PICS to include the new TCs for EDA 
42.9.2.1.4, 42.9.2.1.5, 52.9.2.1.4, 52.9.2.1.5 


F 


6.2.0 


6.3.0 


GP-051736 


GPRS 


GP-25 


GP-051304 


274 


- 


Corrections in Table B.I 


F 


6.2.0 


6.3.0 


GP-051304 


TEI-6 


GP-25 


GP-051320 


275 




51 01 0-2: Changes in the applicability of the 
combined procedure testcases. 


F 


6.2.0 


6.3.0 


GP-051320 


GPRS 


GP-25 


GP-051321 


276 




51010-2: Correction in the testcase applicability 
table. 


F 


6.2.0 


6.3.0 


GP-051321 


GPRS 


GP-25 


GP-051336 


277 


- 


Addition of new EGPRS DARP test cases 


B 


6.2.0 


6.3.0 


GP-051336 


DARP 


GP-25 


GP-051739 


278 


1 


New PICS/PIXIT for Clause 82: GAN CS Domain 
Procedures 


B 


6.2.0 


6.3.0 


GP-051739 


GAN 


GP-25 


GP-051372 


279 




New PICS/PIXIT for MS-Based A-GPS: RRLP Error 
Handling 


F 


6.2.0 


6.3.0 


GP-051372 


TEI 


GP-25 


GP-051401 


280 


- 


CR 51 .01 0-2 - Annex B - Modification of C327 


F 


6.2.0 


6.3.0 


GP-051401 


GPRS 


GP-25 


GP-051456 


281 


- 


CR 51 .01 0-2: New 8-PSK AMR HR Signalling Test 
Cases 


F 


6.2.0 


6.3.0 


GP-051456 


GSM 


GP-25 


GP-051367 


282 




Correction of Conventional GPS Applicability 


F 


6.2.0 


6.3.0 


GP-051367 


TEI 


GP-25 


GP-051740 


283 


2 


New PICS/PIXIT for Clause 81 : GAN Discovery and 
Registration Procedures 


B 


6.2.0 


6.3.0 


GP-051740 


GAN 


GP-26 


GP-051829 


284 


- 


Applicability for new tests 14.2.22, 14.4.19 and 
14.5.1.4 


F 


6.3.0 


6.4.0 


GP-051829 


AMR 
WB 


GP-26 


GP-052286 


285 


1 


New 8-PSK AMR signalling test 


B 


6.3.0 


6.4.0 


GP-052286 


GSM 


GP-26 


GP-052192 


286 


1 


Addition of test cases for Extended Dynamic 
Allocation 


B 


6.3.0 


6.4.0 


GP-052192 


Exten 

ded 

Dyna 

mic 

Allocat 

ion 


GP-26 


GP-052287 


287 


1 


Missing applicability for Extended Dynamic 
Allocation 


F 


6.3.0 


6.4.0 


GP-052287 


Exten 

ded 

Dyna 

mic 

Allocat 

ion 


GP-26 


GP-05187e 


288 


- 


31 .6.2.1 Removal of SIM during an active call 


F 


6.3.0 


6.4.0 


GP-051876 


GSM 


GP-26 


GP-05219e 


289 


1 


Additions in table B1 for Extended dynamic 
allocation 


F 


6.3.0 


6.4.0 


GP-052196 


GPRS 


GP-26 


GP-052136 


290 


1 


Applicability for new test 14.4.20 


F 


6.3.0 


6.4.0 


GP-052136 


8PSK- 
AH 


GP-26 


GP-051898 


291 


- 


Part 2 for removal of test cases 21 .5, 21 .6 and 21 .7 


F 


6.3.0 


6.4.0 


GP-051898 


GSM 


GP-26 


GP-052198 


292 


1 


CR 51 .01 0-2 Change of Applicabilty of Test Case 
31.8.1.2.3 


F 


6.3.0 


6.4.0 


GP-052198 


GSM 


GP-26 


GP-052199 


293 


1 


CR 51 .01 0-2 Addition of PICS/PIXIT item "R97/98 
MS Use of DST" 


F 


6.3.0 


6.4.0 


GP-052199 


GPRS 


GP-26 


GP-051945 


294 




CR 51 .01 0-2-294 Annex B - Applicability table 
entries for section 80 TTY tests moved to section 90 


D 


6.3.0 


6.4.0 


GP-051945 


GPRS 


GP-26 


GP-051946 


295 


- 


CR 51 .01 0-2-295 Annex B - 41 .5.1 .1 .2.3.4 - 
Expanded applicability 


F 


6.3.0 


6.4.0 


GP-051946 


GPRS 


GP-26 


GP-052201 


296 


1 


51 01 0-2: Addition of new testcases for Extended 
Dynamic Allocation. 


B 


6.3.0 


6.4.0 


GP-052201 


GPRS 


GP-26 


GP-052009 


297 


- 


PICS/PIXIT added for reduced interslot dynamic 
range in multislot configurations 


F 


6.3.0 


6.4.0 


GP-052009 


GPRS 


GP-26 


GP-052291 


298 


1 


Introduction of a new RRLP Error Handling test 
cases for MS-based A-GPS Clause 70.9.4.x 


F 


6.3.0 


6.4.0 


GP-052291 


TEI 


GP-27 


GP-052351 


299 


- 


Annex B : Correction to applicability for Extended 
Dynamic Allocation 


F 


6.4.0 


6.5.0 


GP-052351 


EDA 


GP-27 


GP-052835 


301 


1 


Applicability of 14.1.3, 14.1.4, 14.4.3 - Tests reduction 
(tests deleted) 


F 


6.4.0 


6.5.0 


GP-052835 


AMR 


GP-27 


GP-052367 


302 


- 


Applicability of 14.1.6, 14.2.5, 14.2.19 - Tests reduction 


F 


6.4.0 


6.5.0 


GP-052367 


AMR 


GP-27 


GP-052821 


304 


1 


Update of the Applicability for some EGPRS TC 


F 


6.4.0 


6.5.0 


GP-052821 


EGPR 

S 
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GP-052390 


305 


- 


CR 51.010-2 Correction of Table A.2 concering 
Ciphering Algorith A5/2 


F 


6.4.0 


6.5.0 


GP-052390 


GSM 


GP-27 


GP-052437 


306 


- 


CR 51.010-2 Section 83.1.8.1 and 83.1.8.2 Removal of 
both Test Cases 


F 


6.4.0 


6.5.0 


GP-052437 


GPRS 


GP-27 


GP-052840 


307 


1 


Introduction of new MS-Based A-GPS test cases 


F 


6.4.0 


6.5.0 


GP-052840 


TBI 


GP-27 


GP-052456 


308 




Apphcability of 60.x to add GSM 850 / PCS 1900 


F 


6.4.0 


6.5.0 


GP-052456 


Intersy 
stem_ 
Chang 
e 


GP-27 


GP-052467 


310 


- 


part2 test reduction, change of applicability for 13.1, 13.3 
and 13.4 


F 


6.4.0 


6.5.0 


GP-052467 


GSM 


GP-27 


GP-052857 


315 


- 


Part2, test reduction, change of applicability for test cases 
13.6, 13.7 and 13.8 


F 


6.4.0 


6.5.0 


GP-052857 


GSM 


GP-27 


GP-052859 


316 


- 


Removal of 20.22.23 


F 


6.4.0 


6.5.0 


GP-052859 


GPRS 


GP-28 


GP-060433 


317 


2 


Annex B, Table B.I : Correcting applicability for 
"Frequency and phase error" transmitter testcases 
13.1 and 13.6 


F 


6.5.0 


6.6.0 


GP-060433 


GSM 


GP-28 


GP-060438 


318 


2 


Correction of the applicability of 13.3 and 13.4 


F 


6.5.0 


6.6.0 


GP-060438 


GSM 


GP-28 


GP-060439 


320 


1 


Update of PICS to include the new TCs 26.18.1 and 
51 .6.1 for dynamic ARFCN mapping 


F 


6.5.0 


6.6.0 


GP-060439 


TEW 


GP-28 


GP-060101 


321 


- 


51 01 0-2: Addition of new testcases for WB AMR. 


B 


6.5.0 


6.6.0 


GP-060101 


AMR 
WB 


GP-28 


GP-060440 


322 


1 


51010-2: Correction to the 'applicability' and 'status' 
columns for the testcase 26.6.5.2. 


F 


6.5.0 


6.6.0 


GP-060440 


GSM 


GP-28 


GP-060132 


323 


- 


Wrong Status Information in Table A.2 Item 71 


F 


6.5.0 


6.6.0 


GP-060132 


GAN 


GP-28 


GP-060372 


324 


1 


Delete A5/2 in Table A.2 and remove reference of 
A5/2 in Annex B 


F 


6.5.0 


6.6.0 


GP-060372 


TEI 


GP-28 


GP-060126 


325 




22.2 part2 test reduction, removal of test case 


F 


6.5.0 


6.6.0 


GP-060126 


GSM 


GP-28 


GP-060441 


328 


1 


Applicability of testcases 26.6.5.2-2 and 26.6.5.2-1 
changed 


F 


6.5.0 


6.6.0 


GP-060441 


GSM 


GP-28 


GP-060442 


329 


1 


Removal of testcases 82.7.2.1 and 82.9.1 .2 from 
table B1 


F 


6.5.0 


6.6.0 


GP-060442 


TEI-6 


GP-28 


GP-060282 


331 




22.3 part2 change of applicability 


F 


6.5.0 


6.6.0 


GP-060282 


GSM 


GP-28 


GP-060283 


332 




22.4 part2 change of applicability 


F 


6.5.0 


6.6.0 


GP-060283 


GSM 


GP-28 


GP-060286 


333 


- 


GAN test cases clean up 51 .01 0-2 part 


F 


6.5.0 


6.6.0 


GP-060286 


TEI6 


GP-28 


GP-060351 


334 


- 


New test case to test removal of algorithm A5/2 from 
terminals 


F 


6.5.0 


6.6.0 


GP-060351 


TEI 6 


GP-28 


GP-060389 


337 




Applicability changes 


F 


6.5.0 


6.6.0 


GP-060389 


GPRS 

/EGP 

RS 


GP-28 


GP-060426 


338 


- 


Remove reference of A5/2 in section 39 


F 


6.5.0 


6.6.0 


GP-060426 


TEI 


GP-28 


GP-060430 


340 




Creation of 51.010-2 REL-7: Merging of REL-5, 
REL-4, R99 etc. test specifications (Foreword, 
clause 1 and clause 2) 


F 


6.5.0 


6.6.0 


GP-060430 


TEI 
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